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ORIGIN OC-05 

INFO OCT-01 CCO-OO ISO-OO EUR-12 EB-07 A-01 OTPE-OO 
( ISO ) R 

DRAFTED BY A/OC/N:JWJACARUSO:KLH 
APPROVED BY A/OC:AGIOVETTI(ACTING) 

A/OC/S : GAGETM AN 

103063 

P R 252137Z JUL 75 
FM SECSTATE WASHDC 
TO AMEMBASSY MOSCOW PRIORITY 
INFO AMCONSUL FRANKFURT 

CONFIDENTIAL STATE 176234 

E.O. 11652: GDS. 

TAGS: ACOM, US, UR 

SUBJECT: FAULTY DCL CIPHER EQUIPMENT 
REF: MOSCOW 10294 

1. RECEIVED TODAY ENGINEERING ANALYSIS AND TEST REPORT ON 
CODER-12 WHICH US ARMY COMMUNICATIONS-ELECTRONICS AGENCY 
WAS FORMALLY TASKED TO DO. THIS REPORT AS WELL AS INSTRU 
CTIONS FOR MAKING THE RECOMMENDED MODIFICATIONS TO THE 
CODER- 12 WILL BE REVIEWED AT FULL DCL MEETING SCHEDULED 
FOR JULY 31. 

2. A COMPREHENSIVE REPLY AND RECOMMENDED COURSE OF ACTION 
WILL BE SENT TO AMEMBASSY BY END OF NEXT WEEK FOR PRESEN- 
TATION TO MASHPRIBORINTOR, INCLUDING DISPOSITION CODER-12 
NOW AT FRANKFURT. 

3. IF DELAY ENCOUNTERED - WILL ADVISE. REQUEST EMBASSY 
ADVISE MASHPRIBORINTOR OF FOREGOING AND DEPARTMENT REGRETS 
DELAY IN PROVIDING SUBSTANTIVE INFORMATION ON CODER-12 
CONFIDENTIAL 
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